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erties related to fiber reinforcements (Viguie et al). 1994; 
72:245-9 
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Equipment 

Screwdriver for a dental implant for laboratory use (Muench- 
inger and Vautour). 1994;72:342 (Tips) 

Technique for fabrication of centric relation—based occlusal 
splint with central bearing device (Angyal and Keszthelyi). 
1994;72:595-8 

Esthetics 

Biomechanical and esthetic considerations for maxillary ante- 
rior overdenture abutment selection (Nelson and von Gont- 
en). 1994;72:133-6 

Fixed prosthodontics and esthetic considerations for the older 
adult (Lloyd). 1994;72:525-31 

Proceedings of the Fourth International Symposium on Implant 
Dentistry: focus on esthetics (Siddiqui and Caudill). 1994; 
72:623-34 

Estrogens 

Altered bone remodeling pattern of the residual ridge in 

ovariectomized rats (Li and Nishimura). 1994;72:324-30 
Etching; see Acid etching 
Expense; see Costs and cost analysis 


F 
Facebow 
A method of securing the face-bow fork to the maxillary wax oc- 
clusion rim (Ansari). 1994;72:114 (Tips) 
Fatigue fractures; see Fractures, stress 
Fixed partial denture; see Denture, partial, fixed 
Fixed prosthodontics 
Fixed prosthodontics. 1994;72:4-15, 121-32, 233-67, 351-80, 
453-61, 577-94 
Fluconazole 
Comparison of three different treatment methods for general- 
ized denture stomatitis (Kulak et al). 1994;72:283-8 
Fourth International Symposium on Implant Dentistry 
Proceedings of the Fourth International Symposium on Implant 
Dentistry: focus on esthetics (Siddiqui and Caudill). 1994; 
72:623-34 
Fractures 
Repair of denture base resins using visible light-cured materi- 
als (Andreopoulos and Polyzois). 1994;72:462-8 
Fractures, stress 
In vitro fatigue fracture of an acrylic resin-based partial 
denture: an exploratory study (Vallittu et al). 1994;72:289-95 


G 
Gagging 
Management for maxillary removable partial denture patients 
who gag (Ansari). 1994;72:448 (Tips) 
Gallium 
Mechanical retention versus bonding of amalgam and gallium 
alloy restorations (Eakle et al). 1994;72:351-4 
Glass ionomer cements 
A comparison of the diametral tensile strength, the flexural 
strength, and the compressive strength of two new core ma- 
terials to a silver alloy-reinforced glass-ionomer material 
(Levartovsky et al). 1994;72:481-5 
Diametral tensile strength and bonding to dentin of type I glass 
ionomer cements (Galun et al). 1994;72:424-9 
Operative dentistry considerations for the elderly (McComb). 
1994;72:517-24 
Wire-reinforced, light-cured glass ionomer-resin provisional 
restoration: a description of the technical procedure (Lieben- 
berg). 1994;72:337-41 
Gold 
Bond strength of a resin cement to a cured composite inlay ma- 
terial (Latta and Barkmeier). 1994;72:189-93 
A comparison of the hardness of different types of titanium and 
conventional metal ceramics (King et al). 1994;72:314-9 
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Gold—cont’d 

Gold alloy cast to base metal removable partial denture frame- 
works (Bange et al). 1994;72:137-40 

Investigation of stiffness and microstructure of joints soldered 
with gas-oxygen torch and infrared methods (Cheng et al). 
1994;72:8-15 

Temporization of class II gold restorations (Beasley). 1994;72:670 
(Tips) 


H 
Hardness 
A comparison of the hardness of different types of titanium and 
conventional metal ceramics (King et al). 1994;72:314-9 
Compressive strength and setting temperatures of mixes with 
various proportions of plaster to stone (Prombonas and Vlis- 
sidis). 1994;72:95-100 
Hemostatic techniques 
Disturbance of the dentinal smear layer by acidic hemostatic 
agents (Land et al). 1994;72:4-7 
Hydrofiuoric acid 
Bond strength of a resin cement to a cured composite inlay ma- 
terial (Latta and Barkmeier). 1994;72:189-93 
Comparison of acidulated phosphate fluoride gel and hydro- 
fluoric acid etchants for porcelain-composite repair (Tylka 
and Stewart). 1994;72:121-7 
Hydrogen-ion concentration 
Disturbance of the dentinal smear layer by acidic hemostatic 
agents (Land et al). 1994;72:4-7 
Hyperplasia 
Severe mucosal hyperplasia of the edentulous maxilla associated 
with immunosuppressant therapy: a clinical report (Thoma- 
son et al). 1994;72:1-3 


I 
Immunosuppression 
Severe mucosal hyperplasia of the edentulous maxilla associated 
with immunosuppressant therapy: a clinical report (Thoma- 
son et al). 1994;72:1-3 
Implantation, endosseous 
A method of repairing occlusally worn or broken-down com- 
plete-arch fixed implant prostheses (Pigno and Finger). 
1994;72:204-9 
A protective guard for an osseointegrated implant superstruc- 
ture (Bolouri and McCarthy). 1994;72:671 (Tips) 
Stress analysis of different osseointegrated implants supporting 
a distal extension prosthesis (El Charkawi et al). 1994; 
72:614-22 
Implantation, endosseous, endodontic 
A nationwide survey of contemporary philosophies and tech- 
niques of restoring endodontically treated teeth (Morgano et 
al). 1994;72:259-67 
Implants 
An accurate impression method for implant prosthesis fabrica- 
tion (Shiau et al). 1994;72:23-5 
Addition of an implant pillar to an existing implant prosthesis 
(McCarthy and Guckes). 1994;72:26-8 
Dental implants. 1994;72:23-8, 144-63, 303-8, 469-72 
Design for artificial crown cemented to custom implant abut- 
ment (Morgano and Haddad). 1994;72:344-5 (Tips) 
A newly simplified surgical implant stent design (Chang and 
Shen). 1994;72:217-8 (Tips) 
Overdentures with roots or implants for elderly patients: a com- 
parison (Mericske-Sterne). 1994;72:543-50 
Pantographic clutch fabrication using implant components 
(Mazurat). 1994;72:101-3 
Screwdriver for a dental implant for laboratory use (Muench- 
inger and Vautour). 1994;72:342 (Tips) 
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Implants—cont’d 
A simplified approach to the restoration of a maxillary single 
tooth implant (Rich and Brody). 1994;72:343 (Tips) 
A technique for the replacement of implant-retained overden- 
tures (Hemmings and Welfare). 1994;72:219-21 (Tips) 
Treatment of odontogenic myxoma of the mandible with bone 
graft and dental implant supported fixed partial denture: a 
clinical report (Arcuri et al). 1994;72:230-2 
Treatment outcome with implant-retained overdentures: part 
I—clinical findings and predictability of clinical treatment 
outcome (Cune et al). 1994;72:144-51 
Treatment outcome with implant-retained overdentures: part 
II—patient satisfaction and predictability of subjective treat- 
ment outcome (Cune et al). 1994;72:152-8 
Impression materials 
Custom impression trays with a new hypoallergenic material 
(Milward and Murphy). 1994;72:572-3 (Tips) 
The effect of a shear load on the viscosities of 10 vinyl polysi- 
loxane impression materials (Pang and Chai). 1994;72:177-82 
Effect of disinfection of custom tray materials on adhesive 
properties of several impression material systems (Thompson 
et al). 1994;72:651-6 
Effects of the setting stage on the accuracy of double-mix 
impressions made with addition-curing silicone (Takahashi 
and Finger). 1994;72:78-84 
Making a custom tray for elastomeric impression materials 
without a primary cast (Ansari). 1994;72:569-71 
A procedure for reorienting a cast on a surveyor (Ansari). 
1994;72:104-7 
Proportioning effect on physical and chemical properties of 
polysulfide impression material (Rueggeberg and Paschal). 
1994;72:406-13 
Stabilized record bases for implant-retained overdentures 
(Loney). 1994;72:16-8 
Impression technique 
An accurate impression method for implant prosthesis fabrica- 
tion (Shiau et al). 1994;72:23-5 
A procedure for reorienting a cast on a surveyor (Ansari). 
1994;72:104-7 
Infrared rays 
Investigation of stiffness and microstructure of joints soldered 
with gas-oxygen torch and infrared methods (Cheng et al). 
1994;72:8-15 
Inlays 
Bond strength of a resin cement to a cured composite inlay ma- 
terial (Latta and Barkmeier). 1994;72:189-93 
Wear and marginal adaptation of composite resin inlays (Krejci 
et al). 1994;72:233-44 


J 
Jaw, edentulous 

The importance of screening edentulous patients for oral cancer 
(Guggenheimer and Hoffman). 1994;72:141-3 

Osseointegration for elderly patients: the Toronto Study (Zarb 
and Schmitt). 1994;72:559-68 

Removable partial prostheses for the elderly (Fenton). 1994; 
72:532-7 

Severe mucosal hyperplasia of the edentulous maxilla associated 
with immunosuppressant therapy: a clinical report (Thoma- 
son et al). 1994;72:1-3 


L 


Leakage 
Marginal seal of new-generation dental bonding agents (Chan 
and Swift). 1994;72:420-3 
Letters 
Letters. 1994;72:347, 672-3 
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Lubrication 
The effect of dowel lubrication on retention of resin-cemented 
dowels (Carter and Donnelly). 1994;72:255-8 
Luting agents 
Comparison of shear bond strengths of two resin luting systems 
for a base and a high noble metal alloy bonded to enamel 
(Dixon et al). 1994;72:457-61 
Luting cement-metal surface physicochemical interactions on 
film thickness (Strutz et al). 1994;72:128-32 
Wear and marginal adaptation of composite resin inlays (Krejci 
et al). 1994;72:233-44 


M 
Magnetic resonance imaging 

Pseudodynamic magnetic resonance imaging in the diagnosis of 
temporomandibular joint dysfunction (De Mot et al). 1994; 
72:309-13 

Malpractice 

Maxillofacial prosthetics: a preliminary analysis of Resource 

Based Relative Value Scale (Wiens et al). 1994;72:159-63 
Mandible 

Biomechanical model of the human mandible in unilateral 
clench: distribution of temporomandibular joint reaction 
forces between working and balancing sides (Ferrario and 
Sforza). 1994;72:169-76 

Changes caused by processing complete mandibular dentures 
(Lechner and Thomas). 1994;72:606-13 

Treatment of a patient with cleft palate with a traumatic defect 
of the mandible: a clinical report (Coleman). 1994;72:227-9 

Treatment outcome with implant-retained overdentures: part 
I—clinical findings and predictability of clinical treatment 
outcome (Cune et al). 1994;72:144-51 

Treatment outcome with implant-retained overdentures: part 
II—patient satisfaction and predictability of subjective treat- 
ment outcome (Cune et al). 1994;72:152-8 

Mandibular neoplasms 

Treatment of odontogenic myxoma of the mandible with bone 
graft and dental implant supported fixed partial denture: a 
clinical report (Arcuri et al). 1994;72:230-2 

Mastication 

An in vitro investigation into the wear effects of unglazed, 
glazed, and polished porcelain on human enamel (Jagger and 
Harrison). 1994;72:320-3 

Masticatory function in patients with congenital and acquired 
maxillofacial defects (Wedel et al). 1994;72:303-8 

Masticatory muscles 

Biomechanical model of the human mandible in unilateral 
clench: distribution of temporomandibular joint reaction 
forces between working and balancing sides (Ferrario and 
Sforza). 1994;72:169-76 

Maxilla 

Biomechanical and esthetic considerations for maxillary ante- 
rior overdenture abutment selection (Nelson and von Gont- 
en). 1994;72:133-6 

A method of securing the face-bow fork to the maxillary wax oc- 
clusion rim (Ansari). 1994;72:114 (Tips) 

Severe mucosal hyperplasia of the edentulous maxilla associated 
with immunosuppressant therapy: a clinical report (Thoma- 
son et al). 1994;72:1-3 

A simplified approach to the restoration of a maxillary single 
tooth implant (Rich and Brody). 1994;72:343 (Tips) 

Maxillofacial prosthetics 

Maxillofacial prosthetics. 1994;72:23-8, 144-63, 303-8, 469-72 

Maxillofacial prosthetics: a preliminary analysis of Resource 
Based Relative Value Scale (Wiens et al). 1994;72:159-63 
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Medicare Resource Based Relative Value Scale 
Maxillofacial prosthetics: a preliminary analysis of Resource 
Based Relative Value Scale (Wiens et al). 1994;72:159-63 
Metal ceramic alloys 
A comparison of the hardness of different types of titanium and 
conventional metal ceramics (King et al). 1994;72:314-9 
Gold alloy cast to base metal removable partial denture frame- 
works (Bange et al). 1994;72:137-40 
Luting cement-metal surface physicochemical interactions on 
film thickness (Strutz et al). 1994;72:128-32 
Methyl methacrylates 
In vitro fatigue fracture of an acrylic resin—based partial 
denture: an exploratory study (Vallittu et al). 1994;72:289-95 
Wetting the repair surface with methyl methacrylate affects the 
transverse strength of repaired heat-polymerized resin (Val- 
littu et al). 1994;72:639-43 
Microwaves 
Effect of polyethylene fiber reinforcement on the strength of 
denture base resins polymerized by microwave energy 
(Williamson et al). 1994;72:635-8 
Mouth, edentulous 
The importance of screening edentulous patients for oral cancer 
(Guggenheimer and Hoffman). 1994;72:141-3 
A method of repairing occlusally worn or broken-down com- 
plete-arch fixed implant prostheses (Pigno and Finger). 
1994;72:204-9 
A new procedure for separating the edentulous distal extension 
portion from the master cast when an altered cast is made 
(Ansari). 1994;72:666-9 
Treatment outcome with implant-retained overdentures: part 
I—clinical findings and predictability of clinical treatment 
outcome (Cune et al). 1994;72:144-51 
Treatment outcome with implant-retained overdentures: part 
Il—patient satisfaction and predictability of subjective treat- 
ment outcome (Cune et al). 1994;72:152-8 
Use of light-polymerizing restorative materials in diagnostic 
cast modification procedures (Breeding and Dixon). 
1994;72:331-3 
Mouth mucosa 
Severe mucosal hyperplasia of the edentulous maxilla associated 
with immunosuppressant therapy: a clinical report (Thoma- 
son et al). 1994;72:1-3 
Mouth protectors 
Improving mouth guards (Park et al). 1994;72:378-80 
A protective guard for an osseointegrated implant superstruc- 
ture (Bolouri and McCarthy). 1994;72:671 (Tips) 
Mucosa; see Mouth mucosa 
Myofascial pain syndromes 
Disclusion time measurement studies: a comparison of disclu- 
sion time between chronic myofascial pain dysfunction pa- 
tients and nonpatients: a population analysis (Kerstein). 
1994;72:473-80 
Disclusion time measurement studies: stability of disclusion 
time—a 1-year follow-up (Kerstein). 1994;72:164-8 
Myxoma 
Treatment of odontogenic myxoma of the mandible with bone 
graft and dental implant supported fixed partial denture: a 
clinical report (Arcuri et al). 1994;72:230-2 


Neoplasms, squamous cell 
The importance of screening edentulous patients for oral cancer 
(Guggenheimer and Hoffman). 1994;72:141-3 
Nickel 
Bond strength of adhesive resin to three nickel-chromium alloys 
with varying chromium content (Salonga et al). 1994;72:582-4 
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Nursing homes 
Dental management considerations for institutionalized geriat- 
ric patients (Shay). 1994;72:510-6 


O 


Occlusal force 

Biomechanical model of the human mandible in unilateral 
clench: distribution of temporomandibular joint reaction 
forces between working and balancing sides (Ferrario and 
Sforza). 1994;72:169-76 

Masticatory function in patients with congenital and acquired 
maxillofacial defects (Wedel et al). 1994;72:303-8 

Occlusal splints 

Technique for fabrication of centric relation—based occlusal 
splint with central bearing device (Angyal and Keszthelyi). 
1994;72:595-8 

Occlusion 

Disclusion time measurement studies: stability of disclusion 
time—a 1-year follow-up (Kerstein). 1994;72:164-8 

Improved occlusal surface detail with the vacuum-formed ma- 
trix (Appleby et al). 1994;72:113 (Tips) 

A method of repairing occlusally worn or broken-down com- 
plete-arch fixed implant prostheses (Pigno and Finger). 
1994;72:204-9 

Odontogenic tumors 

Treatment of odontogenic myxoma of the mandible with bone 
graft and dental implant supported fixed partial denture: a 
clinical report (Arcuri et al). 1994;72:230-2 

Operative dentistry 
Fixed prosthodontics and operative dentistry. 1994;72:4-15, 
121-32, 233-67, 351-80, 453-61, 577-94 
Osseointegrated implantation; see Implantation, endos- 
seous 
Osseointegration 

An accurate impression method for implant prosthesis fabrica- 
tion (Shiau et al). 1994;72:23-5 

Osseointegration for elderly patients: the Toronto Study (Zarb 
and Schmitt). 1994;72:559-68 

Osteoporosis 

Altered bone remodeling pattern of the residual ridge in 

ovariectomized rats (Li and Nishimura). 1994;72:324-30 
Ovariectomy 

Altered bone remodeling pattern of the residual ridge in 

ovariectomized rats (Li and Nishimura). 1994;72:324-30 
Overdenture; see Denture, overlay 


P 
Pain 
Temporomandibular disorders and chronic pain: disease or ill- 
ness? (Dworkin and Massoth). 1994;72:29-38 
Palladium 
A comparison of the hardness of different types of titanium and 
conventional metal ceramics (King et al). 1994;72:314-9 
Investigation of stiffness and microstructure of joints soldered 
with gas-oxygen torch and infrared methods (Cheng et al). 
1994;72:8-15 
Partial denture, fixed; see Denture, partial, fixed 
Partial denture, removable; see Denture, partial, remov- 
able 
Periodontitis 
Periodontal care for community-dwelling older adults (Ellen). 
1994;72:500-6 
Peroxides 
Effects of denture cleansers on direct soft denture lining mate- 
rials (Nikawa et al). 1994;72:657-62 
pH; see Hydrogen-ion concentration 





THE JOURNAL OF PROSTHETIC DENTISTRY 


Pins 
Effect of parapulpal pins on conservative restoration of pulpless 
premolars (Eli et al). 1994;72:577-81 
Pit and fissure sealants 
Marginal seal of new-generation dental bonding agents (Chan 
and Swift). 1994;72:420-3 
A procedure for adding posterior palatal seal to an existing den- 
ture in dental office (Ansari). 1994;72:449 (Tips) 
Plaster of paris; see Calcium sulfate 
Plethysmography 
Technique for assessing nasal airway resistance in patients 
treated prosthetically (Leeper et al). 1994;72:210-6 
Polishing 
A customized mandrel for simplifying the polishing of cranial 
prostheses (Taylor and Christensen). 1994;72:450 (Tips) 
Polyethylenes 
Effect of polyethylene fiber reinforcement on the strength of 
denture base resins polymerized by microwave energy 
(Williamson et al). 1994;72:635-8 
Polymers 
Cytotoxicity of eluates from light-polymerized denture base 
resins (Lefebvre et al). 1994;72:644-50 
Effect of polyethylene fiber reinforcement on the strength of 
denture base resins polymerized by microwave energy 
(Williamson et al). 1994;72:635-8 
Epoxy/carbon composite resins in dentistry: mechanical prop- 
erties related to fiber reinforcements (Viguie et al). 1994; 
72:245-9 
Wetting the repair surface with methyl methacrylate affects the 
transverse strength of repaired heat-polymerized resin (Val- 
littu et al). 1994;72:639-43 
Polymethy! methacrylate; see Methyl methacrylates 
Polyviny! siloxanes 
The effect of a shear load on the viscosities of 10 vinyl poly- 
siloxane impression materials (Pang and Chai). 1994;72:177-82 
Porcelain 
Comparison of acidulated phosphate fluoride gel and hydro- 
fluoric acid etchants for porcelain-composite repair (Tylka 
and Stewart). 1994;72:121-7 
A comparison of the color stability of conventional and titanium 
dental porcelain (Razzoog et al). 1994;72:453-6 
Effect of porcelain surface treatments on bond strengths of 
composite resin bonded to porcelain (Thurmond et al). 
1994;72:355-9 
Effect of surface treatments of porcelain on the shear bond 
strength of applied dual-cured cement (Ozden et al). 1994; 
72:85-8 
Evaluation of some properties of an opaque porcelain fired 
simultaneously with the body porcelain (O’Brien et al). 
1994;72:414-9 
In vitro marginal adaptation of alumina porcelain ceramic 
crowns (Pera et al). 1994;72:585-90 
An in vitro investigation into the wear effects of unglazed, 
glazed, and polished porcelain on human enamel (Jagger and 
Harrison). 1994;72:320-3 
Thermal distortion of different materials in crown construction 
(Castellani et al). 1994;72:360-6 
Post and core technique 
A nationwide survey of contemporary philosophies and tech- 
niques of restoring endodontically treated teeth (Morgano et 
al). 1994;72:259-67 
Retention of posts cemented with various dentinal bonding ce- 
ments (Mendoza and Eakle). 1994;72:591-4 
Premolar 
Effect of parapulpal pins on conservative restoration of pulpless 
premolars (Eli et al). 1994;72:577-81 
Progesterone 
Altered bone remodeling pattern of the residual ridge in 
ovariectomized rats (Li and Nishimura). 1994;72:324-30 
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Prosthesis 
An accurate impression method for implant prosthesis fabrica- 
tion (Shiau et al). 1994;72:23-5 
Addition of an implant pillar to an existing implant prosthesis 
(McCarthy and Guckes). 1994;72:26-8 
Prosthodontics 
Distribution of prosthodontists: 1982 through 1991 (Waldman). 
1994;72:89-94 
Pterygoid muscles 
Biomechanical model of the human mandible in unilateral 
clench: distribution of temporomandibular joint reaction 
forces between working and balancing sides (Ferrario and 
Sforza). 1994;72:169-76 
Pulp 
Effect of parapulpal pins on conservative restoration of pulpless 
premolars (Eli et al). 1994;72:577-81 


R 


Reader’s round table 
Letters. 1994;72:347, 672-3 
Removable partial denture; see Denture, partial, remov- 
able 
Removable prosthodontics 
Removable prosthodontics. 1994;72:16-22, 133-43, 268-302, 381- 
405, 462-8, 595-622 
Replica techniques 
Duplicating an existing complete denture to make a replica 
(Ansari). 1994;72:445-7 
Research and education 
Research and education. 1994;72:39-94, 177-203, 314-30, 406-29, 
481-5, 635-62 
Resins 
An interocclusal record made of a combination of wax and 
acrylic resin (Bezzon and Orsi). 1994;72:334-6 
Bond strength of a resin cement to a cured composite inlay ma- 
terial (Latta and Barkmeier). 1994;72:189-93 
Bond strength of adhesive resin to three nickel-chromium alloys 
with varying chromium content (Salonga et al). 1994;72:582-4 
Comparison of acidulated phosphate fluoride gel and hydro- 
fluoric acid etchants for porcelain-composite repair (Tylka 
and Stewart). 1994;72:121-7 
Comparison of shear bond strengths of two resin luting systems 
for a base and a high noble metal alloy bonded to enamel 
(Dixon et al). 1994;72:457-61 
A comparison of the diametral tensile strength, the flexural 
strength, and the compressive strength of two new core ma- 
terials to a silver alloy-reinforced glass-ionomer material 
(Levartovsky et al). 1994;72:481-5 
Cytotoxicity of eluates from light-polymerized denture base 
resins (Lefebvre et al). 1994;72:644-50 
Effect of disinfection of custom tray materials on adhesive 
properties of several impression material systems (Thompson 
et al). 1994;72:651-6 
The effect of dowel lubrication on retention of resin-cemented 
dowels (Carter and Donnelly). 1994;72:255-8 
Effect of polyethylene fiber reinforcement on the strength of 
denture base resins polymerized by microwave energy 
(Williamson et al). 1994;72:635-8 
Effect of porcelain surface treatments on bond strengths of 
composite resin bonded to porcelain (Thurmond et al). 
1994;72:355-9 
The effect of restorative materials on the wear of human enamel 
(Ratledge et al). 1994;72:194-203 
Effect of surface treatments of porcelain on the shear bond 
strength of applied dual-cured cement (Ozden et al). 1994; 
72:85-8 
Epoxy/carbon composite resins in dentistry: mechanical prop- 
erties related to fiber reinforcements (Viguie et al). 1994; 
72:245-9 
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Resins—cont’d 

In vitro fatigue fracture of an acrylic resin-based partial 
denture: an exploratory study (Vallittu et al). 1994;72:289-95 

Influence of thickness and location on the residual monomer 
content of denture base cured by three processing methods 
(Sadamori et al). 1994;72:19-22 

Investing procedures for immediate laboratory remounting of 
removable partial dentures (Au et al). 1994;72:108-12 

Repair of denture base resins using visible light-cured materi- 
als (Andreopoulos and Polyzois). 1994;72:462-8 

A soldering index made with 4- META adhesive resin (Chang et 
al). 1994;72:430-2 

Wear and marginal adaptation of composite resin inlays (Krejci 
et al). 1994;72:233-44 

Wetting the repair surface with methyl methacrylate affects the 
transverse strength of repaired heat-polymerized resin (Val- 
littu et al). 1994;72:639-43 

Wire-reinforced, light-cured glass ionomer-resin provisional 
restoration: a description of the technical procedure (Lieben- 
berg). 1994;72:337-41 

Restoration, permanent 

Addition of an implant pillar to an existing implant prosthesis 
(McCarthy and Guckes). 1994;72:26-8 

Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1994;72:39-77 

Effect of parapulpal pins on conservative restoration of pulpless 
premolars (Eli et al). 1994;72:577-81 

The effect of restorative materials on the wear of human enamel 
(Ratledge et al). 1994;72:194-203 

Mechanical retention versus bonding of amalgam and gallium 
alloy restorations (Eakle et al). 1994;72:351-4 

A nationwide survey of contemporary philosophies and tech- 
niques of restoring endodontically treated teeth (Morgano et 
al). 1994;72:259-67 

Operative dentistry considerations for the elderly (McComb). 
1994;72:517-24 

A simplified approach to the restoration of a maxillary single 
tooth implant (Rich and Brody). 1994;72:343 (Tips) 

Thermal distortion of different materials in crown construction 
(Castellani et al). 1994;72:360-6 

Restoration, temporary 

Improved occlusal surface detail with the vacuum-formed ma- 
trix (Appleby et al). 1994;72:113 (Tips) 

Temporization of class II gold restorations (Beasley). 1994;72:670 
(Tips) 

Use of light-polymerizing restorative materials in diagnostic 
cast modification procedures (Breeding and Dixon). 1994; 
72:331-3 

Wire-reinforced, light-cured glass ionomer-resin provisional 
restoration: a description of the technical procedure (Lieben- 
berg). 1994;72:337-41 

Retention 

A comparison of the color stability of conventional and titanium 
dental porcelain (Razzoog et al). 1994;72:453-6 

Effect of denture adhesive on the retention and stability of 
maxillary dentures (Grasso et al). 1994;72:399-405 

The effect of dowel lubrication on retention of resin-cemented 
dowels (Carter and Donnelly). 1994;72:255-8 

In vitro marginal adaptation of alumina porcelain ceramic 
crowns (Pera et al). 1994;72:585-90 

Mechanical retention versus bonding of amalgam and gallium 
alloy restorations (Eakle et al). 1994;72:351-4 

Pantographic clutch fabrication using implant components 
(Mazurat). 1994;72:101-3 

Retention of posts cemented with various dentinal bonding ce- 
ments (Mendoza and Eakle). 1994;72:591-4 

Sorption and solubility of 12 soft denture liners (Kawano et al). 
1994;72:393-8 
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Retention—cont’d 
Stabilized record bases for implant-retained overdentures 
(Loney). 1994;72:16-8 
A technique for the replacement of implant-retained overden- 
tures (Hemmings and Welfare). 1994;72:219-21 (Tips) 


Sealants; see Pit and fissure sealants 
Shrinkage 
Changes caused by processing complete mandibular dentures 
(Lechner and Thomas). 1994;72:606-13 
Silicone elastomers 
The effect of a shear load on the viscosities of 10 vinyl poly- 
siloxane impression materials (Pang and Chai). 1994;72:177-82 
Making a custom tray for elastomeric impression materials 
without a primary cast (Ansari). 1994;72:569-71 
A method of securing the face-bow fork to the maxillary wax oc- 
clusion rim (Ansari). 1994;72:114 (Tips) 
Stabilized record bases for implant-retained overdentures 
(Loney). 1994;72:16-8 
Silicones 
Effects of the setting stage on the accuracy of double-mix 
impressions made with addition-curing silicone (Takahashi 
and Finger). 1994;72:78-84 
Silver 
A comparison of the diametral tensile strength, the flexural 
strength, and the compressive strength of two new core ma- 
terials to a silver alloy-reinforced glass-ionomer material 
(Levartovsky et al). 1994;72:481-5 
Investigation of stiffness and microstructure of joints soldered 
with gas-oxygen torch and infrared methods (Cheng et al). 
1994;72:8-15 
Sleep apnea syndromes 
Prosthetic therapy for sleep apnea syndrome (Yoshida). 1994; 
72:296-302 
Smear layer 
Disturbance of the dentinal smear layer by acidic hemostatic 
agents (Land et al). 1994;72:4-7 
Smoking 
Periodontal care for community-dwelling older adults (Ellen). 
1994;72:500-6 
Soldering 
Investigation of stiffness and microstructure of joints soldered 
with gas-oxygen torch and infrared methods (Cheng et al). 
1994;72:8-15 
A soldering index made with 4-META adhesive resin (Chang et 
al). 1994;72:430-2 
Solubility 
Sorption and solubility of 12 soft denture liners (Kawano et al). 
1994;72:393-8 
Splints 
Technique for fabrication of centric relation—-based occlusal 
splint with central bearing device (Angyal and Keszthelyi). 
1994;72:595-8 
Squamous cell carcinoma; see Carcinoma, squamous cell 
Stability; see Retention 
Stabilization, endodontic; see Implantation, endosseous, 
endodontic 
Stents 
A newly simplified surgical implant stent design (Chang and 
Shen). 1994;72:217-8 (Tips) 
Stomatitis 
Comparison of three different treatment methods for general- 
ized denture stomatitis (Kulak et al). 1994;72:283-8 
Stone; see Calcium sulfate 
Stress 
Three-dimensional finite element analysis of the effects of posts 
on stress distribution in dentin (Ho et al). 1994;72:367-72 
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Stress analysis 
Stress analysis of different osseointegrated implants supporting 
a distal extension prosthesis (E] Charkawi et al). 1994; 
72:614-22 
Stress fractures; see Fractures, stress 
Surgery 
Preprosthetic surgery in the elderly (Hillerup). 1994;72:551-8 


T 
Technology 
Dental technology. 1994;72:95-112, 204-16, 331-41, 430-47, 569- 
71, 663-9 
Temporal muscle 
Biomechanical model of the human mandible in unilateral 
clench: distribution of temporomandibular joint reaction 
forces between working and balancing sides (Ferrario and 
Sforza). 1994;72:169-76 
Temporomandibular joint 
Biomechanical model of the human mandible in unilateral 
clench: distribution of temporomandibular joint reaction 
forces between working and balancing sides (Ferrario and 
Sforza). 1994;72:169-76 
Temporomandibular joint diseases 
Temporomandibular disorders and chronic pain: disease or ill- 
ness? (Dworkin and Massoth). 1994;72:29-38 
Temporomandibular joint syndrome; see Craniomandib- 
ular disorders 
Tensile strength 
A comparison of the diametral tensile strength, the flexural 
strength, and the compressive strength of two new core ma- 
terials to a silver alloy-reinforced glass-ionomer material 
(Levartovsky et al). 1994;72:481-5 
Diametral tensile strength and bonding to dentin of type I glass 
ionomer cements (Galun et al). 1994;72:424-9 
The effect of dowel lubrication on retention of resin-cemented 
dowels (Carter and Donnelly). 1994;72:255-8 
Tips from readers 
Tips from our readers. 1994;72:113-4, 217-22, 342-5, 448-50, 
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SUBJECT INDEX 


Titanium 
A comparison of the color stability of conventional and titanium 
dental porcelain (Razzoog et al). 1994;72:453-6 
A comparison of the hardness of different types of titanium and 
conventional metal ceramics (King et al). 1994;72:314-9 
Toronto Symposium 
Toronto Symposium. 1994;72:486-568 
Toxicity 
Cytotoxicity of eluates from light-polymerized denture base 
resins (Lefebvre et al). 1994;72:644-50 
Training; see Education 
Tray 
Effect of disinfection of custom tray materials on adhesive 
properties of several impression material systems (Thompson 
et al). 1994;72:651-6 


Vv 
Velopharyngeal insufficiency 
Technique for assessing nasal airway resistance in patients 
treated prosthetically (Leeper et al). 1994;72:210-6 
Vestibuloplasty 
Preprosthetic surgery in the elderly (Hillerup). 1994;72:551-8 
Viscosity 
The effect of a shear load on the viscosities of 10 vinyl poly- 
siloxane impression materials (Pang and Chai). 1994;72:177-82 


Ww 
Waxes 
An interocclusal record made of a combination of wax and 
acrylic resin (Bezzon and Orsi). 1994;72:334-6 
Use of light-polymerizing restorative materials in diagnostic 
cast modification procedures (Breeding and Dixon). 1994; 
72:331-3 
Wetting agents 
Wetting the repair surface with methyl methacrylate affects the 
transverse strength of repaired heat-polymerized resin (Val- 
littu et al). 1994;72:639-43 


VOLUME 72 NUMBER 6 





* 
Pree 
Mya 





